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Values of Currency Exchange Determined 
by Notice from the Monetary Committee 





Paper Currencies Islamic Money 
ne Play a Role in Interest Banks [N There Is No Shar’i Doubt about 
be and Their Activities = Owning and Using It 


Possess No Instrinsic Value A, Possesses Actual Value 











heir Values Deteriorate during WA Preserves Its Value during 
PA War and Crises War and Crises 





